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Message Text 

CONFIDENTIAL 

PAGE 01 CANBER 03237 090332Z 
ACTION SY-05 

INFO OCT-01 EA-07 ISO-OO OC-06 CCO-OO /019 W 

090337Z 090167/12 

R 090241Z MAY 77 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 365 
INFO AMCONSUL HONG KONG 
AMEMBASSY BANGKOK 

CONFIDENTIAL CANBERRA 3237 

DEPT FOR A/SY/OPS/T; HONG KONG FOR RTC; BANGKOK FOR TSO 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: ACM EQUIPMENT FAILURE - NLDD 

1 . RECENT NLDD FAILURE EXHIBITED SEVERAL SYMPTOMS 
INCLUDING NO RANGE, LACK OF INDICATOR MOVEMENT AND 
INDICATOR ALWAYS ABOVE PLUS 1. IN ATTEMPTING TO FAULT ISOLATE 
(POWER SUPPLY MOD WAS VERIFIED) PLL WAS FOUND TO BE OUT OF 
LOCK, USING THE TEKTRONIC 491. AS FURTHER ANALYSIS IS 
BEYOND TSO CANBERRA LAB EQUIPMENT HAVE FORWARDED TO YOU 
FOR REPAIR VIA REGISTRY 3515936. 

2. ARRANGEMENTS HAVE BEEN MADE FOR USE OF TSO BANGKOK'S 
NLDD DURING HIS HOME LEAVE. PLEASE REPAIR/RETURN UNIT AS 
SOON AS POSSIBLE. 
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